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1. INTRODUCTION 

The diagnosis code has a very important role in making policies for health care providers. 
In addition, the diagnosis code is also the basis for determining the cost of health services. Codes of diagnosis 
that are not qualified will cause harm to hospitals both financially and in policy making [1]. The diagnosis 
code is very helpful in making detailed bills for proper care costs and reducing the risk of hospital 
management. Therefore, a diagnosis code audit needs to be done to ensure the quality of the diagnosis code 
which includes accuracy (validity), consistency (reliability), completeness (completeness) and timeliness in 
coding (timeliness) [2]. 

The accuracy of the diagnosis code has implications for future patient care planning, provision of 
health services and patient care costs [3]. In addition, inconsistent and inappropriate diagnosis codes have 
major implications for national statistics, analysis of performance and results of payment claims [4]. 
The inaccuracy of diagnosis codes has implications for very broad financial and policy [5]. Claims for 
hospital health care costs in casemix-based systems (grouping diagnoses that are homogeneous for the 
determination of service costs) in the state of Victoria, Australia depend on appropriate, comprehensive and 
timely clinical codification. About 16% of the 752 audited cases showed a change in Diagnostic Related 
Groups (DRGs) and caused significant losses to hospitals, namely AUD 575,300. The main fault diagnosis 
code accounts for more than 13% of DRG changes and the absence of an additional diagnosis 
code of 29% [6]. 

Factors that can affect the quality of the diagnosis code include doctors, other medical personnel 
(nurses) and medical record staff (coders). Doctors and nurses are responsible for the quality of the patient's 
medical information and the coding is responsible for the quality of the diagnosis code based on 
medical data [7]. Coder must be able to determine the diagnosis code according to the classification of the 
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prevailing diseases in Indonesia, namely the International Statistical Classification of Diseases and Related 
Health Problems 10th Revision (ICD-10) [2]. 

The quality of medical information used as a basis for diagnosis coding is strongly influenced by the 
completeness of filling out the outgoing summary sheet filled by doctors [8]. One of the factors that influence 
the accuracy of the diagnosis code is medical information [9]. Medical information in question is filling in 
the diagnosis. Completeness of medical information and the accuracy of medical record documents is very 
important, if medical information in a medical record document is incomplete, the resulting diagnosis 
code is inaccurate [10]. 

The diagnosis code in public hospitals is significantly more appropriate than special hospitals but 
the number of diagnosis codes with large types of errors in public hospitals [11]. Dr. Moewardi hospital is 
a public hospital type A Education which has 232 doctors, 721 nurses and 16 coders, each of which has 
different characteristics. Based on preliminary research, of the 10 medical records documents of inpatients, 
40% of them had poor quality diagnostic codes. The percentage of the inaccuracy of the diagnosis code in 
Dr. Moewardi amounted to 34.2% of 380 medical record documents [12]. The percentage inaccuracy of the 
diagnosis code was higher than the average of other domestic hospitals, which is 31.5% [9, 13-19] and were 
still very much higher compared to overseas hospitals which were 12.71% [3-6, 11]. 

Research on the quality of diagnostic codes had been done a lot before, but only focus on one 
indicator, namely accuracy. The quality of the diagnosis code is not only assessed based on accuracy, but 
consistency, completeness and timeliness must also be examined. Therefore, this study has analyzed the 
influence of the quality of medical information on the quality of the diagnosis code which includes the 
accuracy, consistency, completeness and timeliness in coding the diagnosis of inpatients at 
Dr. Moewardi hospital. 


2. RESEARCH METHOD 

This was an observational analytic study with a cross sectional design. The study population was all 
medical records of inpatients at Dr. Moewardi hospital, Surakarta. The number of samples in the study were 
250 medical record documents in the Anggrek, Melati, Mawar, Cendana and Aster wards which were 
selected by stratified random sampling with 50 documents for each ward. Data was collected using 
observation tables, medical record quality document analysis sheets, accuracy, consistency, completeness and 
time accuracy of diagnosis codes analysis sheet, ICD-10 and stopwach. Data were analyzed by univariate and 
bivariate by Chi-square. 


3. RESULTS AND DISCUSSIONS 
3.1. Quality of medical information 

The quality of medical information in Dr. Moewardi hospital was mostly well at 164 (65.60%), 
while the diagnosis code was poorly as 86 (34.40%) as shown in Table 1. Dr. Moewardi hospital uses 
electronic health records, but doctors and other medical personnel have not been able to use it optimally. 
Along with the development of electronic health records, the need for inherent nomenclature will force major 
changes in clinical coding practices. Clinical coders must be experts in technology and information analysis, 
change their work practices, and become an integral part of the clinical team [20]. 


Table 1. Quality of medical information in Dr. Moewardi hospital 








Variabel N % 
Quality of medical information 
Poorly 86 34.40 
Well 164 65.60 
Total 250 100 





The quality of medical information is assessed based on three indicators, namely the completeness, 
accuracy and timeliness of filling in medical record documents. The poor quality of medical information is 
mostly due to incomplete medical record documents, namely 72 (28.80%). In addition, other factors were 
inaccurate medical record documents of 16 (6.40%) and not filled in on time as much as 5 (2.00%) as shown 
in Table 2. Dr. Moewardi hospital conducts Clinical Documentation Improvement (CDI) to improve the 
quality of medical information in order to support the accuracy of diagnosis and accreditation codes. 
The CDI is carried out by a team consisting of doctors, paramedics, and medical records. The CDI constraints 
have not been implemented consistently and continuously. Continuous Quality Improvement (CQI) can be 
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used to improve the quality of clinical documentation and coding. Coder needs to implement ways to solve 


the problem of inadequate clinical documentation and high levels of coding errors, especially in the current 
casemix-based financing system [21]. 


Table 2. Quality of medical information indicators 








Quality of medical Poorly Well Total 
information indicators N % N % N % 
Completeness 72 2880 178 71.20 250 100 
Accuracy 16 6.40 234 93.60 250 100 
Timeliness 5 2.00 245 98.00 250 100 





3.2. Quality of the diagnosis code 

Most of the quality of the diagn osis code in Dr. Moewardi hospital was good at 152 (60.80%), 
while the diagnosis code was not as good as 98 (39.20%) as shown in Table 3. However, the poorer 
percentage of the diagnosis code was still above the average compared to the average inaccuracy of diagnosis 
codes in other domestic hospitals, namely 31.50% [9, 13-19]. In addition, this percentage is still very much 
higher compared to overseas hospitals, which is 12.71% [3-6, 11]. 


Table 3. Quality of diagnosis code in Dr. Moewardi hospital 








Quality of diagnosis code N % 
Poorly 98 39.20 
Well 152 60.80 
Total 250 100 





The quality of the diagnosis code is determined based on indicators of accuracy, consistency, 
completeness and timeliness of coding. The quality of the diagnosis code that is not good is mostly caused by 
incomplete diagnosis code, which is 73 (29.20%). The incompleteness of medical information in the 
summary of patient discharges is the main reason for the inaccuracy of the code. There is a need for adequate 
education and training for doctors and coders. In addition, doctors and coders need to have constant dialogue 
if there is a lack of medical information needed for coding [22]. Other factors that caused the quality of the 
diagnosis code to be poor were the diagnosis code was inconsistent 54 (21.60%), the diagnosis code was 
incorrect 31 (12.40%) and the diagnosis code was not coded on time 8 (3.20%) as shown in Table 4. 
Code errors because inadequate medical documentation impacts on hospital income. Appropriate claims from 
hospitals in casemix-based systems in the state of Victoria, Australia that are in accordance with accurate, 
comprehensive and timely clinical coding [6]. 


Table 4. Quality of diagnosis code indicators 








Quality of Diagnosis Poorly Well Total 
Code Indicators N % N % N % 
Accuracy 31 12.40 219 87.60 250 100 
Consistency 54 21.60 196 7840 250 100 
Completeness 73 29.20 177 70.80 250 100 
Timeliness 8 3.20 242. 96.80 250 100 





3.3 Correlation between the quality of medical information and the quality of the diagnosis code 

Well quality of medical information has a better diagnosis code quality (73.80%) compared to 
poorly quality of medical information (36.00%). Well quality of medical information has a log odds of 4.99 
better in the quality of diagnosis code than poorly quality of medical information 
(b=4.99, 95% CI=2.85-8.75, p<0.001) as shown in Table 5. 


Table 5. Bivariate analysis of the quality of medical information with quality of the diagnosis code 








Ouslitror medical Quality of Diagnosis Code CI (95%) 
information Poorly (%) Well (%) o coke Lippe P 
limit Limit 
Poorly (%) 55 (64.00%) 31 (36.00%) 
Well (%) 43 (26.20%) 121 (73.80%) is a ae ony 
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Poorly quality of medical information at Dr. Moewardi hospital as many as 86 (34.40%) with the 
most common causative factor was incomplete medical record. Well quality of medical information also had 
a better quality diagnosis code (73.80%) compared to poorly quality of medical information (36.00%). 
Well quality of medical information had a log odds of 4.99 better in the quality of the diagnosis code than 
poorly quality of medical information (b=4.99, 95% CI=2.85-8.75, p<0.001). Completeness of writing 
medical information on each medical record form had an important role in determining the right code through 
a diagnosis set by the doctor. One of the factors that influence the accuracy of the diagnosis code was 
medical information [9]. Medical information in question was a diagnosis. Accurate codes were obtained, 
one of them by paying attention to supporting information or other causes that influence the 
diagnosis code [23]. 

The results of this study were also in accordance with the previous research that the medical record 
documentation was more complete about topography (p=0.204), subtype (p=0.708) and etiology 
(p<0.001) that the disease could affect the accuracy of the diagnosis code [11]. In addition, other research 
also showed that 50% of cases of DRGs changes were caused by documentation problems. The main 
diagnosis code accounted for more than 13% of DRG changes and the absence of an additional diagnosis 
code of 29%. The most significant factors underlying the error of diagnosis codes and changes in DRGs were 
the poorly quality of medical record documentation [6]. 

Dr. Hospital Moewardi hospital was a teaching hospital, so many medical students and resident 

doctors practice there. Quality of medical information at Dr. Moewardi hospital was also one of them 
affected by the documentation errors made by medical students or resident doctors. Doctors had a high 
workload because in addition to providing services to patients it must also guide medical students or resident 
doctors. The high workload causes doctors not to have time to check the medical record carried out by its 
guiding students, so that errors and incomplete medical information (diagnosis) often occur. 
The factor of incompatibility of diagnosis because there was no procedure regarding the writing of diagnosis 
based on ICD-10 [24]. A fixed procedure was a set of instructions or standardized steps for completing a 
certain routine work process, giving the right and best steps to carry out various activities and functions [25]. 
Dr. Moewardi hospital should make a fixed procedure about recording medical record documents and 
diagnosis codification as an effort to improve the quality of the diagnosis code. Anggraini's research proves 
that one of the variables that was significantly related to performance was work procedure 
(p<0.005). The better working procedures for eating will further improve performance [26]. 


4. CONCLUSION 

High quality of medical information has a better diagnosis code quality (73.80%) compared to 
poorly quality of medical information (36.00%). High quality of medical information has a log odds of 1.54 
better in the quality of diagnosis code than poorly quality of medical information 
(b=1.54, 95% CI=0.81-2.27, p<0.001). 
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